Brief comment text:

I am opposed to this ruling. To reconfigure the 902-928 MHz band would be a great disservice to the community and general population. Amateur radio users and Meshtastic users both use this frequency space. Meshtastic heavily relies on this as well. This is an open source mesh network for communication when the grid is down. 
Please do not let this go through.
